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Featured Attraction: The New 1967/68 
































Data Acquisition 
Systems 
and Recorders 


Oscillographic Recorders 
Data Acquisition Systems 
Digital Printers 
Analog-to-Digital Converters 
Digital Voltmeters 
Intercouplers and Multiplexers 
Strip Chart Recorders 
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Electronic 

Instrumentation 

Electronic Counters and Timers 

Amplifiers 
Signal Conditioners 
Couplers 

Telemetry Synchronizers 
Data Transmission Units 
Test Equipment 
Industrial Test Equipment 



Medical 

Instrumentation 


Oscillographic Recorders 
Electroencephalographs 
Physiological Couplers 
Accessories 
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